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Executive Registry 
84- 9664 

j 


31 October 1984 


MEMORANDUM FOR: Deputy Director of Central Intelligence 
Deputy Director for Intelligence 

FROM: Director of Central Intelligence 


SUBJECT: 




came around today about 

and made 

these points: 


- Losing is a blow to him, 

- Doesn't want to stand in 

way, 

- Wants a good replacement, mentioned 



would need 4 to 6 weeks to brief successor, 


- Stressed skeptism that NIO type job was right for 
and urged that he be given the right authority, 

- Said th at North and McFarlane concerned about loss of 

to the program, 

- Wound up asking that we let the White House know. 
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William J. Casey 
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